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Bradley Washfountains for Collective Use 

These fountains are designed to provide a hygienic Lavatory Fixture and SHOWER for hands and face, 
tor use in public washrooms. 

Just as a shower is preferred to a tub-bath, so is washing in the Fountain preferred to washing 
in other washnxtures. 

Each person uses clean, fresh water which drains off the polished surfaces of the Fountain, carrying with 
it dirt and soapsuds. This keeps the Fountain clean and sanitary with a minimum of care and attendance. 
The temperature of the water is regulated at each fountain and no hot water is wasted. Wall or thermostatic 
mixers can be used where desired. 



A single person can- 



Ten persons washing, use the amount of water that comes from a single 3 S " faucet. 
not use more water than he would use in other wash-fixture-. 

When not used the water in the Fountain is shut off as in other fixtures. 

Approach to the Fountain is easy, even when crowded to capacity because of its circular shape and the 
annular discharge of the water. In a circle, elbow room is not as restricted as it is in a straight line, where 
every user has to place himself in front of a faucet and where washing capacity is limited by faucets or in- 
dividual bowls. People, therefore, wash faster and a larger number can wash in a fountain, in a given time 
than in sinks or washbowls of the same rated washing capacitv. The time ordinarily taken up with washing, 
is thus cut_ by more than half and a considerable reduction in equipment and floor space is therebv effected. 
Bradley Washfountains save approximately one-third floor space and this percentage increases with the size 
oi the installation. 

Each fountain has one water inlet, one 2" drain, and onlv one spravhead, displacing a multitude of pipes, 
fittings and taucets and small rose sprays. This eliminates repairs and replacements and the continual nuisance 
of clogged waste pipes, lcakv faucets, etc. Bradley Washfountains once installed virtually stop all further 
expenditures for such purposes. 

WASHING IN THE FOUNTAIN abolishes splashing or spilling of water on floors and walls and con- 
verts public lavatories into clean, sanitary and attractive places, as shown in illustrations on following pages 
representing actual installations in use. 

In factories where lavatory space permits. 54" fountains are preferable to 32" fountains. Men can wash 
head and upper body more conveniently in the larger size. \ smaller number of large fountains is required 
than of small ones, to serve the same number of people, and floor space requirements and installation expendi- 
tures are thereby reduced. 

For Factory or similar use. figure a 54" Fountain for sixty and a 32" Fountain for thirty-five persons em- 
ployed. As an illustration: If washing facilities are contemplated for 300 employees, figure on five 54" or 
where 32" Fountains are wanted, on about nine of the smaller size, depending upon regulations which varv 
in different states. It is safe, however, to figure one 54" Fountain in place of twelve faucets or individual 
bowls and one 32" Fountain in place of seven. 



Industrial Washroom Lay-out 




WASHROOM LAYOUT TWO WELFARE BUILDINGS PE IN N S YLVAN I A Q.Y, CO, ALTQONA, PA. 

2Q-54-" COLORED MARMORJTE WASHFOUNTAINS IN EACH BUILDING AS SHOWN IN THIS ILLUSTRATION 
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Bradley Washfountains for collective washing are now manufactured to meet every demand 
and contingency for advanced and modern washroom equipment. They are made of beautiful 
and lasting material in two units, 32* and 54" diameter, in four grades and four types, as illus- 
trated and described in the following pages. 

More than 1000 of these fountains are now in constant daily use in over 600 representative establish- 
ments of all kinds throughout the country and this number is increasing rapidly. 

Reproductions of material from which Washfountains are made are shown on page 9. 

SIZES 

54* diameter Circular Washfountain, accommodating 10 persons at a time. 
54* diameter Wallfountain, accommodating 6 persons at a time. 
32* diameter Circular Washfountain, accommodating 6 persons at a time. 
32* diameter Wallfountain, accommodating J persons at a time. 

GRADES 

"Granito" The leas expensive material, i ■ • mposition with machined and polished 

surface on the inside of the bowl (Illustrated on pag 9 rhe o itside ol tlu bowl .md th 
machined but are perfect!) smooth <>f g(xxj color and appearance (Illustrated on p 

as har I and impervious to water gn 

tk Marmorite ,, Pearl Marmorii 15% binder. White and Colored Mamrcrite, 85 % marble, 

15'; hinder. All Mermoritc fountain hed all over resembling highly 

(page 9 shows illustrations of th^ material I Marmorii' and Unaffected h\ 

action of wan • rid it practically indestructible m ordinal 

Enamelware" ^' ' Wallfouni furnished In this material. Pedestal 

"Porcelain" 32* onl\ I he bowl is made of hi^ru t qualll 'carl 

All 54* pedestals } ■ . ,] v 

SOAP FIXTURES 

hination liquid soap d is pe na . hng 

met a! parts ; the top Sei 
for us C with our f IJd 



Liquid Soap 1 I o* x 9". 

Liqyl 

.ind Ivory v>ap fl. | 



See page 1). 



TYPES 
. "A" Standard Circular fl • ,in 32'dian m. 54* c | 10 

lai Washfountain with overl ■ • , ni . i^, \*ot* 

■ ■ 
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Type "A" Standard Circular Washfountain for Collective Washing 



, -., ■ ^."v/^uauiiu! v-unci;uve warning 

Porc^n^l ^™ Colored Marmonte. and Granite „• can be furnished 

where preferred This tvpe h ™ I !• ,™ ,n„ i Thermostatic mixer can be installed in pedestal in place of our mixer, 
an overhead water ^r^^^^^t^^^^^^^t^*^ * not rehired, and where 
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Type "B" Circular Washfountain 
For Collective Washing 
Overhead Water Supply 

Type *'B" is made in two styles: 1st, with 
overhead water supply and vent connections; 
2nd, with overhead water supplv and vent 
connection from below. 

The first style is equipped with hot and 
cold water combination and a special trap. 
Where a wall or thermostatic mixing valve 
is used in place of the hot and cold water 
combination, both supply valves discharge 
tempered water. The second style is 
equipped with a hot and cold water mixer of 
our own make unless wall or thermostatic 
mixers are preferred, but no special trap is 
required or furnished with this style. Am 
t \ pe of approved trap may be used." Fittings 
shown in roughing-in details in solid lines are 
part of the equipment furnished with these 
fountains. Made in four grades: Pearl, White 
and Colored Marmorite, and Granito. 

Type "C" Wall- Washfountain 
For Collective Washing 

Type "C" semi-circular Wall- fount a in, with 
special trap and hand-control for both 32" 
and 54" sizes. The 54" size can be supplied 
with foot -control, same as Type "D," describ- 
ed below. Made in four grades: Pearl, White 
and Colored Marmorite and Granito. The 
32" size can be supplied vitreous enameled 
bowl mounted on Granito pedestal. Equipped 
with hot and cold water mixer, mounted 
in pedestal. 

The 32" wallfountain takes up 32" wall- 
space and extends 21 inches from the wall. 

Sinks or washbowls of equal washing capac- 
ity require 8 feet wallspace. 

The 54" wallfountain takes 54" wallspace 
and extends 32 inches from the wall. 

Sinks or washbowls of equal washing 
capacity require 12 feet wallspace. 

The 54" wallfountain can be equipped 
with foot control same as Type "D" 
illustrated. 

Type "D, 11 54" Only, Circular 

Washfountain 

For Collective Washing 

with 

Foot-Controlled Water Supply 

Made in four grades: Pearl, White and 
Colored Marmorite and Granito. Equipped 
with hot and cold water mixer mounted in 
pedestal. 



For roughing-in data, etc., consult Wash- 
fountain details shown on sheets following. 

All fountains for collective washing can be 
connected to wall or thermostatic mixers, if 
desired. Sec roughing-in directions showing 
wall or thermostatic mixers Fittings shown 
in solid lines in installation sheets are part 
of the Fountain equipment furnished. 
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WASH IN THE FOUNTAIN 




All types of Bradley Washfountains can be equipped with Liquid or Ivory Soap Dispensers. S ha ved 
Soap attachments or trays for Cake Soap as shown in illustrations below. 
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Instructions for Roughing In, Setting and Assembling Bradley Washfountains 

m '" ° ffi fl e 3n ^ simi,ar buildings, where the venting cannot be done as shown in D.agram. Fountains are vented in the same 
manner as floor drains, or Lavatories in barber shops, set in center of room 

After pedestal has been set and leveled and pipe connections made, as shown in sectional illustrations, with Inlet Fitting 
(A) screwed to end of drain pipe perfectly level place three H" wooden blocks on nm of pedestal \ 2 " from outs.de Position bowl 
on these blocks, center and level it, using cardboard or similar material for shims, then remove one block at a time until bowl 
is m proper position, leaving the shims undisturbed If mlet fitting is not set level all trimmings above the bowl will be out of 
plumb It is therefore necessary that inlet fitting be plumb before connections are completed and the fountain bowl placed in 
position. By observing these instructions the nm of pedestal will not be injured. 

It is of utmost importance that when fountain bowl is set on pedestal, before screwing Spud fB) to Fitting (A) with putty 
between flange and bowl that the bowl is evenly supported on the pedestal and does not rock. Unless this is properly and care- 
fully done, bowl will be loose and the joint will gradually open and leak, resulting in the necessity of resetting the installation. 
Make sure bowl is firmly in place before installation is complete 




FLOOR l//VC i 

HOr-'/t'-CRLY P/P£ i 
' XOLD-'/l-tRLY PlPC 
't'DPRINPIFE TO TPRP ro CONFORM W/TH 
LOCAL PLUMBINC REQUIREMENTS 



When fountain bowl is in place, insert Spud (B). and while screwing it tightly to Inlet Fitting \ force a small quantity of 
putty between flange of spud and bowl. This done, set Tube (D) on flange of Spud (B), ascertain exact length of the l / 2 " supply 
pipe extending upwardly through the tube from inlet fitting, and screw spray-head to end of ,' <" supply pipe tightly to hold Tube 
(D) firmly in place This is necessary, as otherwise the spray-head will be loose and wobble, which should not be the case. 

In attaching spray-head to fountain, be sure to place spray-head marked 32 on 32" fountain, and spray-head marked 54 on 
54 fountain. This is essential because the angle of spray-holes in the two heads differ. 

The spray-head consists of two parts The lower part screws to l / 2 " feed pipe, as above explained excepting Type "B " The 
top of spray-head is screwed to lower part and soap fixtures are mounted on spray-head as shown in the illustrations Before 
screwing spray-head top to lower half, flush pipes thoroughly to remove dirt accumulation in pipes. Screw spray- 
head top to lower part by hand, without using a wrench. If screwed on too tight, it is difficult to separate the spray-head parts 
without unscrewing the supply pipe at the same time The hexagon on the upper part of the spray-head is used only for separat- 
ing the two parts. For screwing them together, use hand only. 

Before unscrewing spray-head top, release packing from valve seat of spray-head. In detaching spray-head avoid damaging 
the nickeled parts; it is easily detached by using a wrench. 

Pipe sizes are based on approximately 35 lbs water pressure. 

Runs exceeding 1 5 feet should have pipes one size larger to allow for friction. When more than three fountains are used, 
increase supply pipes proportionately and observe that each fountain receives an equal water supply 

Each fountain of this type has its own hot and cold water mixer located within the pedestal Hut fountains can he connected 
to wall or thermostatic mixers if preferred. (See illustrations page 23 showing how fountains are roughed in where wall or thermo- 
static mixers are used.) 

Check valves should always be placed on supply lines as shown in illustrations but are not furnished. When 
fountains are connected in batteries place check valves on main supply line. This applies to all Fountains excepting 
Type 4 'B" with overhead connection. 

I f one main supplies water for other purposes, its diameter should equal the combined pipes drawing from it, with allowance 
for friction. 

Where water pressure is low or uneven main feed, also supply pipes, should be increased to counteract lack of pressure. 

Pedestal of 54" fountain is 36" and inside opening 20" diameter. Weight of pedestal 375 lbs. Weight of 54" bowl, 700 lbs. 

Pedestal of 32* fountain is 23" and inside opening 12" diameter. Weight of pedestal 145 lbs. Weight of bowl, 230 lbs. 

These fountains are vented in the same manner as floor drains or lavatories in barber shops set in center of room. 

Water inlet for both sizes y 2 " \ drain 2*. 

W supply pipe for one fountain. %* supply pipe for two fountains. 1' supply pipe for 
three fountains. 

Directions for Operating Bradley Washfountains — Important 

Until all dirt deposit in the pipe connections is removed it is necessary to clean the inside of spray-head and open up clogged 
spray-holes from inside of head, otherwise the flow of water is liable to be obstructed. To do this, spray-head has to be taken 
apart by unscrewing top from lower half. 

The water supply in Bradley Washfountains is controlled by shut-off valve (H) which is opened and shut same as an ordinary 
faucet. 

This does not refer to Type "B" fountain, where angle valves are used for the water control, nor to Type "D" with foot 
control. In Type *'D" valve (H) serves as a water pressure regulator. 

To avoid waste, the valve should not be opened further than necessary to procure the water required for washing. 

The seat-opening in valve is only three-eighths of an inch and supplies all water required in the Fountain 
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The above illustration shows Type "A" Circular Washfountain with Overhead Supply and 

no vent connection or vent from below, equipped with Bradley Hot and Cold 

Water Mixer and Bradley Two-Way Compression Valve. 

(See Page 17). 



r*l BRADLEY TW O- WAX 



54 rtASHFC>VHr*i" t Tirt A. w<r* Q*t**t*o 
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The above illustration shows Type "A" Circular Washfountain with Overhead Supply and 
no vent connection or vent from below, equipped with Bradley Two- Way Com- 
pression Valve for connection with Wall or Thermostatic Wall Mixer 
where temperate water is required, 
(See Page 17). 

Above Fountains for Use in Places Where Venting is Not Required and an Overhead Water'Supply 

Preferred or a Necessity. 
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Type "C" 54" Wallfountain. 

Foot controlled. 

For ripe sizes follow instructions covering installation of Type "A"* circular Washfountains. 

- c Page 17 
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T^pe~"C\ r 54' Wall Fountain 

Hand Control. 







Shut Off 
C**re So*PT£>*r 



TrPE "C '32* Wall Fountain 

Hand control. 




For pipe sizes follow instructions covering installation of 
Type "A" circular Washfountains. 



(See Page 17). 
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WASH 1^4 THE FOUNTAIN! 
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Thermostatic or Wall Mixers 



Roughing-in diagram showing Bradley Washfountains for collective use connected to \*. all or thermostatic mixers Of 
nected with cold water supply only. 
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noom ant. g 

t'D*AIN hpi to trap, to - 

conform *»ith local *L</nat*i& niautittncNTs 

Diagram showing connection with 
Thermostatic Wall Mixer. 




Thermostatic Mixer Mounted 
in Pedestal. 




Where the ordifl 

each 
founi 

Atth the ordinan • v "' 11 n1|v nrce 

When thca 
In the same manner as shown .n above d i . ided the mixing 

rhemixin irdiessol I 

i mixer must conform to largest suppl 
Do not fail to use check valves on all fountain installations excepting on Tvpe "B." Check valves .re placed on 
supply Hnes as shown in Illustration * hen fountains are connected fa hatter.es, place check valve* on mam supply 
lines. Check valves are not supplied by us. 
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Cross Section Showing Construction and Simplicity of Spray-Heacf Used in 
Bradley Washfountains for Collective Washing. 




Cross Section Showing Construction and Simplicity of Hot and Cold Water Mixer Used in Bradley 
Washfountains for Collective Washing, Types "A," "C," and "D." 





Cross Section Showing Construction and Simplicity of Hot and Cold Water Mixer used in Bradley 
Type "B" Circular Washfountain, with Overhead Water Supply and Vent Connection from Below. 
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WASH I^J THE FOUIMTAIN 




In specifying Bradley Washfountains please give the following information: 

Type of fountains wanted. 
Size: 54" diameter or 32" diameter. 

Grade: Granito, Colored Marmorite, White Marmorite or Pearl Marmorite. 
Soap Fixtures: Soap trays, liquid soap dispensers, or other soap fixtures, 
as per illustrations on page 14. 

Fittings shown in solid lines in illustrations on installation sheets are part of fountain equipment in- 
cluded in our quotations. Those shown in dotted lines are not furnished. 

WEIGHTS AND SHIPPING DATA 



54* Fountain. Measurements of crates: 

(' Fountain Bowl 4'-ll" x 2'-4" x 4'-l 1 
I Fountain Pedestal V- 5" x l'-8" x 3 



cubic contents 56.5 cu. ft. 
5" cubic contents 19.5 cu. ft. 



32" Fountain. 

Fountain Bowl 2'-l 1 " 
. Fountain Pedestal 2'- 4* 



-11" x 2'-ll" cubic contents 16.3 cu. ft. 
- 8" x 2'- 4" cubic contents 9.1 cu. ft. 



Weight of 32" Pedestal 145 lbs. 

Weight of 32" Bowl 230 lbs. 

Weight of 32* Fountain complete 375 lbs. 

Shipping weight of 32" Fountain 450 lbs. 



Weight of 54" Pedestal 375 lbs. 

Weight of 54" Bowl 700 lbs. 

Weight of 54" Fountain complete 1075 lbs. 

Shipping weight of 54" Fountain 1350 ibs. 



Patents — Jan. 
Dec 



17, 



IQ2Z 

Dec. ii, iQZ) 



Other patents granted and pend.ng. Dom. of Canada: Patented Aug 5. 19*4. Patented in principal European countries. 

When telegraphing for quotations or information use the following code to 
designate type, size and grade of fountains wanted. 



Type "A" 

Ado 54" Granito 

Adult . 54" Colored Marmorite 

Advance. - 54" White Marmorite 

Abet . . ! 54" Pearl Marmorite 

Adrian.'.*.*..".".!^ 32" Granito 

Adorn -32* Colored Marmorite 

Adverb ! ! . ! 32" White Marmorite 

Arch. 32" Pearl Marmorite 

Advocate! 32" Porcelain 

Type "B" 

Bale 54" Granito 

Barb . 54" Colored Marmorite 

Band .......... 54" White Marmorite 

Burg.'.".' 54" Pearl Marmorite 

Blade. 32" Granito 

Boat 32" Colored Marmorite 

Brave ! ! 32" White Marmorite 

Bride ! * 32" Pearl Marmorite 



Type "C" 

Cab 54" Granito 

Core. ! ! 54" Colored Marmorite 

Caste. - 54" White Marmorite 

Call. ..... 54" Pearl Marmorite 

Chest 32" Granito 

Clam. ... 7 32" Colored Marmorite 

Coat . . ". ! ! 32" White Marmorite 

Coin. . , . . 32" Pearl Marmorite 

Type "C" with foot-control 

Convey. 54" Granito 

Crown 54" Colored Marmorite 

Craft 54" White Marmorite 

Cube - 54" Pearl Marmorite 

Type "D" 

Dance 54" Granito 

Drab 54" Colored Marmorite 

D e n .'"!!.... 54" White Marmorite 

Dive . . 54" Pearl Marmorite 

Type "E" 

Eden Pedestal 

Essay.'.!. Wall. 



Fair Liquid soap dispenser 

Fern Soap Tray 

Flag Soapitor attachment 



Soap Fixtures 

Frank Soapitor attachment and soap'tray 

Furl Ivory soap dispenser. 
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WASH IJM THE FOUNITAIJS 




Type "E" 



Bradley Individual Washfountain, 22" diameter, 30} 2 high. A high class fixture. Made in 
two styles. 

1. Mounted on a pedestal, bowl and pedestal vitreous china; 

2. Without pedestal, for attachment to wall, vitreous enameled, with concealed connections. Cover 
concealing connections removable. 

Temperature control independent of supply and water supply not changed by temperature adjust- 
ment . 

Trimmings for both styles of non- tarnishing metal. 
Escutcheons and handles of vitreous china. 

A Bradley Innovation and revolutionary step forward in modern lavatory equipment for individual 
use. 

Bradley Individual Washfountain is the coming modern wash fixture for use in high class hotels, dubs, 
hospitals, office buildings, apartments, residences, and wherever cleanliness, strict prr, litation .1 re- 

markably small water consumption, elimination of repairs and replacement^, and economy of space are decid- 
ing factors. 

Bradley Washfountain^ for collective washing have found their way to the front in public washrooma, 

m> the Individual Washfountain being in a class by itself, will find its place lor individual use, when j> 1 fed 
comfort, and sanitation are desired, and economy of water consumption is an object. 

Hygienic. Attractive. Non-splashing. 

Washing is done in fresh-running sprays above the bowl and not in the bowl as in other wash 
fixtures. Washing in sprays is more pleasant than washing in solid streams discharged from faucet v 
and absolutely hygienic because the user cannot wash in the bowl. 

When water accumulation in bowl is not wanted and bowl is used for washing, the waste over- 
flow is removed and the waste water runs off as quickly as used, and because the user has no contact 
with the fixture when washing and soap suds and dirt run off with the waat4 water, leaving bowl 
empty and clean, cleansing after each user is unnecessary, no matter how much the fixture Ki LUM J 

No joints, corners, depressions or obstructions where dirt can lodge. The pedestal Washfoun- 
tain, being of circular shape, can be set in corners without sacrificing usefulness or app« anmi I 

A removable standing overflow, easily kept clean, prevents collection of filth and is used onl\ 
when water accumulation in the bowl is desired for cleaning 1. 

Each Individual Washfountain has its own hot and cold water mixer eeeil) regulated to un 
desired temperature. 

Sieve-protected, non-leaking, ball-seated cheek valw s conetTUCti w nt dirt from inter- 
fering with the working of these valves, eliminate the trouble in, aeountered when niiaer i 
are used. — of hot water entering the cold water suppl>. Of rid ng not Otllj dis- 
comfort to the user but frequently damage to toilets, etc. These cht 1 1 ia]]\ design. 
are used exel n our fountains. 

For use in hotels, clubs. t t t . an Ice w ater tap can K added hut • ..rt Of the Washfoun- 

tain equipment unless especially ordered. 
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WASH IrSI THE FOUNTAIN 




Type "E 11 Individual Pedestal Washfountain 

22" Diameter — Vitreous China — 30 V' High 





Illustration to the left shows standard type "E" Pedestal Washfountain 

Illustration in center shows removable waste overflow, which is used only when water accumulation in bowl is desired for 
special purposes, such as washing laces, etc 

Illustration to the right shows standard Type *'E" Pedestal Washfountain with ice water tap for use in hotels, clubs, 
etc This feature is not a part of the standard equipment unless especially ordered 

A self-closing faucet can be substituted for the push-button device shown in illustration, if preferred 




Type "E* 1 Individual 

Wall Washfountain 

With Concealed 

Connections 

22" Diameter 30 1 2 " High 

Cover concealing connections 
is removable and connections 
easy to get at. 

Illustration to the right shows 
ice water tap 




Cross Section of 
Mixer and supply 
connection. Sim- 
ple and effective. 
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Cross Section of Sprayhead, showing sim- 

plcity of construction. Spray-holes protected 

by a sieve prevents clogging. 



Cross Section of Ball-Seated 
Check Valve with sieve pro- 
tection. Used exclusively 
in Bradley Washfoun- 
tains. Prevents Hot Water 
entering cold water supply 
and vice versa. 
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WASH INT THE FOUNTAIN 






Roughing-in Details Type "E" Individual Pedestal and Wall Washfountains. 





Roughing-in Details Type "E" Individual Pedestal and Wall Washfountains with Ice Water Tap. 



Prices include all fittings shown in the above diagram. 
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BRADLEY 



